hung (so that it did not touch the ground with its feet)
with very strong timbers and great ingenuity. It took four
days' labour to get it to the Piazza, arriving there on the
eighteenth day at the twelfth hour. More than forty men
were needed to move it, and it had under it fourteen logs
which were changed from hand to hand. They laboured
until the 8th day of July 1504 to set it on the base where
the Judith used to stand, the which had to be taken away
and set on the ground in the palace. And the said Giant
had been made by Michael Angelo Buonarroti.

GUALANDI

I have seen Michael Angelo, although then sixty years
old and not in robust health, strike more chips from the
hardest marble in a quarter of an hour than would be
carried off by three young stone-cutters in three or four
times as long ; a thing incredible to him who has not seen
it. He would approach the marble with such impetuosity,
not to say fury, that I often thought the whole work must
be dashed to pieces. At one blow he would strike off
morsels of three and four inches, yet with such exactitude
was each stroke given, that a mere atom more would
sometimes have spoiled the whole work.

VIGENERO

Michael Angelo was an admirable man, but he knew
nothing of painting.

EL GRECO (as reported by p ACHECO)
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